Note About Your 
FunScope Eyepiece 

Thank you for your purchase of an Orion FunScope! 

To better clarify the instructions for inserting the eyepiece into the 
FunScope (shown on Page 3 of your FunScope manual), please 
read these directions. 

Inserting the Eyepiece: TWIST, DON'T PUSH! 

To avoid damaging your FunScope, insert the eyepiece by gently 
twisting it into place. DO NOT PUSH OR FORCE THE EYE- 
PIECE STRAIGHT INTO THE EYEPIECE TUBE. 

The eyepiece tube contains small tabs that act as guides for the 
grooves on the barrel of the FunScope eyepiece (see Figure 1). 
When inserting the eyepiece, make certain that the open end of 
the grooves at the bottom of the eyepiece are matched up with 
the tabs in the eyepiece tube as shown in Figure 2. When the 
grooves "catch" onto the tabs, twist the eyepiece clockwise into 
the eyepiece tube. Use a gentle twisting motion to insert the eye- 
piece, do not push it in. 

Note: If the eyepiece does not go into the eyepiece tube, DO NOT 
FORCE IT. You may end up damaging your FunScope. Instead, 
take the eyepiece out, line the grooves with the tabs and try 
again. 



Figure 1. The tabs in the Figure 2. Line the open end of 

FunScope's eyepiece tube. the groove at the bottom of the 

eyepiece with the tabs in the 

eyepiece tube. 


m onioivi 

TELESCOPES G. BINOCULARS 

Providing Exceptional Consumer Optical Products Since 1975 

Customer Support (800)676-1343 
E-mail: support@telescope.com 

Corporate Offices (831) 763-7000 
P.O. Box 1815, Santa Cruz, CA 95061 


IN 220 Rev. A 10/02 


